FISH 


Underwater Projector for Pool 
Illumination 


—— 


INOX BOX4 FISH 1G5.3 RO3 FISH 1G5.3 R04 


Type: A range of underwater projectors for pool illumination. IP68 - water and dust protection for use in adverse conditions. 
Specification: Tempered glass diffuser with anti-ageing silicone gasket. 


Stainless steel body. 

Luminaire is plastic-wrapped and boxed individually. 
Installation: Suitable for fixing on any vertical or horizontal surface. 
Application: Outdoor. Ideal for lighting polls. 


Overall dimensions (LxWxH), Total wattage, 


Lamp (W) and holder mm Weight, kg 
Fish 1G5.3 R03 max 1x50W (G5.3) Ø90x90 0,9 = 
Fish 1G5.3 R04 max 1x50W (G5.3) @90x120 1,1 - 
Inox Box4 = @85x55 0,4 > 
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